AMENDMENT NO. 3 JANUARY 2016 
TO 
IS 4049 (PART 2) : 1996 FORMED ENDS FOR TANKS AND 
PRESSURE VESSELS — SPECIFICATION 


PART 2 INSIDE DIAMETER BASIS 
(First Revision) 


(Page 1, clause 4.3, line 1 and wherever, it appears in this standard) — 
Substitute ‘length of the straight end’ for ‘Length of the straight flange’. 
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